Do you want them short? 



•- 



SPACERS 



M ELECTRONICS CORPORATION 



225 E. 144th STREET • NEW YORK, N. Y. 10451 
212 — MOTT HAVEN 5-4035 








































































SPACERS 


Standard — 


Special - 


ABACUS maintains a complete stock for 
Immediate Delivery. 

ABACUS will manufacture special varia¬ 
tions of these spacers. — Just send your 
prints specifying the material, dimension 
and finish. You will receive a quick answer, 
an advantageous price and a Fast Delivery. 


SPACER - ROUND 


SERIES 3 A 



PART NO- 

L 

3A1 

1/8 

3A2 

1/4 

3A3 

3/8 

3A4 

1/2 

3A5 

1/4 

3A6 

3/8 

3A7 

1/2 

3A8 

5/8 

3A9 

3/4 

3A10 

1/4 

3A1 1 

3/8 

3A12 

1/2 

3A1 3 

5/8 

3A14 

3/4 


CLEARANCE D 

ft 4 Screw 3/16 

•* 3/16 

*• 3/16 

*• 3/16 

ft 6 Screw 1/4 

* * 1/4 

* * 1/4 

* • 1/4 

* * 1/4 

#8 Screw 1/4 

** 1/4 

* * 1/4 

*• 1/4 

•• 1/4 


MATERIAL: Brass PER OO-B-626 Comp 22.1/2 HARD 

FINISH: Cadmium per QQ.P.416A type 11 Class b .Clear Chromate 

(also available in Aluminum) 
















SPACER - THREADED 


SERIES 3B 



MATERIAL; 


BRASS PER QQ•B•6 2 6A Comp 22-1/2 


PART NO. 

D 

L 

THREAD 

3B1 

3/16 

1/4 

4-40 

3B2 

1/4 

1/4 

6-32 

3B3 

1/4 

3/8 

6-32 

3B4 

1/4 

1/2 

6-32 

3B5 

1/4 

5/8 

6-32 

3B6 

1/4 

3/4 

6-32 

3B7 

3/8 

3/8 

8-32 

3B8 

3/8 

1/2 

8-32 

3B9 

3/8 

5/8 

8-32 

,, 3B10 

HARD 

3/8 

3/4 

8-32 


FINISH: 


Cadmium per QQ.P-416 Type 11 Class 
B Clear Chromate 


STANDOFF - THREADED SERIES 3C 



PART NO. 

D 

L 

THREAD 

3C1 

3/1 6 

1 / 4 

4-40 

3C2 

1 / 4 

1 / 4 

6-32 

3C3 

1 / 4 

3/8 

6-32 

3C4 

1/4 

1 / 2 

6-32 

3 C 5 

1 / 4 

5/8 

6-32 

3 C6 

1 / 4 

3/4 

6-32 

3C7 

3/8 

3/8 

CM 

CO 

• 

00 

3C8 

3/8 

1/2 

8-32 

3C9 

3/8 

5/8 

8-32 

3C1 0 

3/8 

3/4 

8-32 


MATERIAL; BRASS PER QQ-B-626 Comp 22-1/2 Hard 

FINISH; Cadmium per QQ-P-416A type II Class B 

Clear Chromate. Also available in Aluminum 


SPACER - THREADED 


SERIES 3D 

--- 


PART NO. 




6.92 TAP 


Hik^ik 








3D1 

1 


3D2 

1 

1/4 

3D3 

1 

1/2 

3D4 

1 

3/4 

3D5 

2 


3D6 

2 

1/4 

3D7 

2 

1/2 


MATERIAL: Brass PER QQ-B-626 Comp 22-1/2 Hard 

FINISH: Nickel Plate per Mil-QQ-N-290 type 1 

Class B 



























STANDOFF - HEX - DOUBLE END 


SERIES 


3E 




PART NO. L 

3E1 1 

3E2 1 1/2 

3E3 2 


MATERIAL; Brass per QQ-B-626 Comp 22-1/2 Hard 

FINISH; Cadmium per QQ-P-416A type 11 Class B 

Clear Chromate 



STANDOFF - RIVET TYPE SERIES 3F 



MATERIAL; BRASS PER QQ-B-626 COMP 22-1/2 


PART NO. 

H 

L 

TERMINAL BOARD 
THICKNESS 

3 F 1 

1 / 8 

7/64 

1/16 

3 F 2 

1 / 8 

9/64 

3/32 

3 F 3 

1 / 8 

1 1 /6 4 

1 / 8 

3 F 4 

1 / 4 

7/64 

1 /I 6 

3 F 5 

1 / 4 

9/64 

3/32 

3 F 6 

1 / 4 

1 1 / 6 4 

1 / 8 

3 F 7 

3/8 

7/64 

1/16 

3 F 8 

3/8 

9/64 

3/32 

3 F 9 

3/8 

11/64 

1 / 8 

3 F 1 0 

1 / 2 

7/64 

1/16 

3F 1 1 

1 / 2 

9/64 

3/32 

3 F 1 2 

1 / 2 

11/64 

1 / 8 

3 F 1 3 

5/8 

7/64 

1/16 

3 F 1 4 

5/8 

9/64 

3/32 

3 F 1 5 

5/8 

11/64 

1 / 8 

3 F 1 6 

3/4 

7/64 

1/16 

3 F 1 7 

3/4 

9/64 

3/32 

3 F 1 8 

3/4 

1 1 / 6 4 

1 / 8 

Hard 


r « 



FINISH; Cadmium per QQ-P-416A Type 11 Class B 

Clear Chromate 


STANDOFF - HEX - THREADED 



SERIES 3G 

PART NO. 

3G1 

3G2 

3G3 

3G4 

3G5 

3G6 

3G7 

3G8 

3G9 


H L TERMINAL BOARD 

THICKNESS 

*? ■ .. . .... 


1/8 

7/64 

• 1/16 

1/8 

9/64 

3/32 

1/8 

11/64 

•1/8 

1/4 

7/64 

1/16 

1/4 

9/64 

3/32 

1/4 

11 /64 

1/8 

3/8 

7/64 

1/16 

3/8 

9/64 

3/32 

3/8 

1 1 /64 

1/8 


MATERIAL; BRASS PER QQ-B-626A Comp 22-1/2 HARD 

Cadmium per QQ-P-416A type QQ Class B 
Clear Chromate 


FINISH; 



























